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The Human brain, A True Marvel of 


nature 


An Introduction - Our brain is the most fast and powerful computer that could have 


ever existed. It . To 
be clear, it is also extremely . One adult human brain 
normally contains . This much computing 

power is packed into a space as small as our skull, which protects our brain (Even 


holding it for too long can leave permanent indents, so you get the idea how fragile 
it is). 


Some Facts - 1. Our brain has many sections in it, which are referred to as 


“lobes”. Each lobe has a . The of the brain are 
referred to as A normal brain is shown in 


Figure 1.0 


Figure 1.1 has been shown on the next 


page 
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2. The average adult human brain has the mass of around 1400 - 1500 
grams, which is equivalent to 


3. The average adult human brain consumes 20% of the body’s total 
energy while we are not moving significantly 


that have to be taken 


4. Some 


enough time is available, the 


process the information and takes 


and not 
directly 

. You may know this as 

, aS sometimes, for example, when you touch a stove, not enough time is 
available to send the information to the brain to be processed. 


The hemispheres of the brain 


Figure 1.2 - The Lobes of The Brain 
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The Cerebral Cortex 


The Frontal Lobe 


The frontal lobe has the function of and for 
controlling functions such as smiling and talking. It is also 
responsible for and 


The Parietal Lobe 


The Parietal Lobe is responsible for taking in sensory inputs from 


and them into a form that can be . It also 
helps 


The Temporal Lobe 


The temporal lobe also helps in managing emotions too. This lobe also 


helps and 


. It also helps to 


The Occipital Lobe 


The Occipital Lobe is responsible OO a 


The Cerebellum 


The cerebellum is the part of the brain that appears to look like the cerebrum and 
has almost as many neurons due to it having the highest neuron density in the 
entire brain. It has an extremely important role as it 


The Nervous System 


The human nervous system is a true feat of engineering (By nature, Of course). 
Our nervous system is responsible for all communications between The Brain. 
There are two different main branches of the nervous system, of which there are 
also subtypes. We will go over them as an overview. 


Here is a diagram: 
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The Central Nervous System 


The central nervous system is mostly responsible for performing 
operations that are involuntary, such as the beating of the heart and breathing and 
from to It 

consists of the spinal cord and The Brain. The spinal cord helps to either pass on 
the message from the brain to the Peripheral Nervous System or take 


, such as when you touch a flame, you may know this as the action of 


The Peripheral Nervous system 


The peripheral nervous system controls that are made by us. It is 
used for the g ee actually It consists of a gigantic network 


that the body and reaching every part of the body, so 
that it can be 


Subtypes 


Autonomic : The autonomic nervous system is a division of the PNS that regulates 


of the body, much like some parts of the CNS. It controls 
actions such as : 


Somatic : The somatic nervous system is the part of the nervous system that is 
responsible for and other , it can be 
and helps to perform 


